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M a leparate coropllatton 


MINISTRY OF COMMERCE 

PUBLIC NOTICE 
Import Tradf Contboi, 

New Delhi, the 29lh November 1975 

Sun TEC 1 —Import of Minoftraph wnlinq fluid foi \b-Chatmcl Brain Wave recording 
machine. 

No. 126-ITr (PN>/75.—In order lo meet the shortfall in the supply of minograph 
wrliing fluid for 16-Channel Brainwave recording machine, it has been decided to allow 
import of this item by the hospitals and other institutions. Applications for import of 
this item m ly be nnde by the 31st March, 1976, in the prescribed form and manner to 
the regional licensing authorities concerned. 

B. D. KUMAR. 

Chief Controller of Imports and Exports. 
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